BOARD OF STUDENT PUBLICATIONS 


North Carolina State University 
Sub-committee to Study Carrier Current System for WKNC-FM 
November 28, 1967 


Present were: Dr. Robert N. Elliott, Chaizman 
Dr. William J. Barclay, WKNC-FM Technical Adviser 
Tom Antone 
David Brown, WKNC-FM Station Manager 
Mr. Carl 0. Eycke, Adviser to Publications 
Harry Eagar 
Bruce Doerle, WKNC-FM Representative 


Dr. Elliott asked Mr. Brown to present his case in favor of re-assuming carrier 
current broadcasting. 


Mr. Brown stated that at the time the station went to FM the decision to drop 
carrier current was a personal one made by the station manager at that time. 
The equipment was old and most of it homemade and was not functioning well. 


Dr. Elliott disagreed that the decision was a personal one. The decision was 
made after much consideration by the Board of Student Publications. 


Mr. Brown felt that FM benefits the Raleigh community more than it does the stu- 
dents. He feels that students would identify more with a carrier current system, 
By continuing the FM broadcasting and with improved carrier current equipment, 
everyone would be able to receive the signal. 


Dr. Elliott asked if a survey had been made to find out if the students would 
listen to the station on a carrier current system. A survey had not been made, 
Dr. Elliott felt the station had two options: One, re-assume carrier current 
broadcasting, or, two, improve the programming. 


Dr. Barclay felt that a survey was in order to find out how many students have FM 
receivers and how many have AM receivers. The Board needs data to justify the 
expenditures of re-assuming carrier current broadcasting. The cost of this en- 
deavor was first estimated at $3,000 but it is felt that there is a possibility 
of cutting this figure to $2,000. 


The meeting adjourned with the proposal that a survey be made and another meeting 
of the sub-committee be called when this data is available. 
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ec: William H. Simpson, Chairman 
Board of Student Publications 


